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3 Solar Panels Wired In Series 
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Parallel Strings 
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NerdAcres SP1 (Solar Plant 1) Simplified Wiring 


Six 215Watt Evergreen ES-215 PV Panels 
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How a panel is created? 
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Panel wiring diagram connecting eelLs 


■ An individual PV cell typically produces 0.6 watts and are 
joined in an array to produce the required power. 
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